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CIF (Centrala Industrii Faraaceutioe ) is manufacturing the Goman anesthetic 
"Evipan" end supplying it to hospitals as a Bayer product o The Bayer packaging 
and labeling are poorly imitated a Physicians avoid UBing this Rumanian imitation 
so as to prevent injury to their patients o 
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